
NIO/AL (David Low) met with representatives of State/INR to discuss 



and agreed 


to a request to delay NFIB consideration. 


NIO/AL (David Low) met separately with Dr. Keyworth, Science and 
Technology Advisor to the President, and David Laux, National Security 
Council, to discuss prepared 

a paper for Donald Fortier, Deputy Assistant to the President for 
National Security Affairs (Policy Development) on a proposed transfer of 
plutonium ; and met with Dr. Josh Lederberg to 

discuss CBW topics. 
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